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CONFIDENTIAL 



Or. AUw Petereon 
Stanford (Inivtriity 
Stanford, California 

a£&s- 

Dear fo» IN>ctoo { 

Tiui Halted Slates intelligence Board has decided to convene 
a paaal of exports eater tlta auspices of the Guided Miaaile and 
A etroaaotica Intelligence Committee (G MAIC) ta review evidence 
concerning Dm Soviat ASM program aad to eoaaidar divergent 
interpretation* of data which exist within the intelligence community 
on certain key points, la confirmation of Informal arrangements 
mate by telephone, I should Ute to ask yoa to serv* on this Panel, 
which la to moat at CIA Headquarters, Langley, Virginia, on 24 
aad 25 October and ta much of 26 October 1963 aa la nocaaaary to 
produce a written report. 

The darting time on 24 October baa been act for fiM A, m. , 
at which time the Panel will be greeted by Mr. McCone. Meetings 
are expected to continue during the evenings of 24 and 25 October 
aad dinner will be provided in she Headquarters building on those 
evenings. 

Tha following are befog invited to serve on the Panel and have 
Indicated their acceptance: 


Dr. Charles Townes, Chairman 
Dr. Donald P. Ling 
Dr. William J. Perry 
Dr. Marvin Coloborger 
Dr. Richard Latter 
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Administrative support will be provided by 
of the GMAIC Secretariat. Please feel free to contact him for any 



Wt may require. Hie office io in Room 2A26 
•ad M* borne telephone number ie 


f* 


Piatogott, 


25X1A 


Albert D. Wheel** 
Deputy Director 
(Science end Technology) 
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